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Once upon a time, in a small town in Lancashire, England, stood the magnificent Clitheroe 
Castle. Originally built as a fortress, it was later transformed into a comfortable residence for 
Henry de Lacy in the 13th century. Over time, the castle had also been used as a gaol and a court. 


The castle was situated in a strategic location, surrounded by a moat, and had a chapel dedicated 
to St. Michael. The ancient documents mentioned an orchard below the castle, which added to 
its charm. 

However, as the castle aged, it became the subject of many eerie tales. It was said that several 
ghosts roamed the castle, including a White Lady, an entire family, a maid, and a First World 
War soldier. No one knew who these ghosts were when they lived, but their presence was felt by 
visitors and locals alike. 

Strange smells, unexplained noises, and areas of extreme coldness were also reported by many 
people who visited the castle. The stories of ghosts and other supernatural phenomena added to 
the castle's intrigue and made it a popular destination for those who loved to explore the 
paranormal. 

One of the most popular legends associated with Clitheroe Castle was about the Devil himself. It 
was said that during the 17th century, the Devil visited the castle and demanded that a window 
be made for him in the Norman keep. 

However, the Devil was not willing to wait for the window to be built conventionally. Instead, 
he threw rocks from nearby Pendle Hill until the hole in the wall was big enough to satisfy him. 
It was said that the window was so perfectly crafted that it could only have been made by the 
Devil himself. 

The Devil was known to have walked the streets of Clitheroe, trying to persuade people to sell 
him their souls for three wishes. However, the people of the town were clever, and they 
outsmarted the Devil with their wit and trickery. 

Defeated, the Devil flew to a bridge, a mile to the south of the town, where he disappeared into 
the abyss. Since then, the bridge has been known as Hell Hole Bridge. There is a similar tale 
told about the Devil in Cockerham, where he was also outwitted by the locals. 

Despite the supernatural tales surrounding Clitheroe Castle, it remained a popular attraction for 
tourists and history enthusiasts alike. The castle's rich history, stunning architecture, and the 
legend of the Devil's window made it a place of intrigue and wonder. Even today, people flock 
to Clitheroe Castle to explore its many secrets and to experience the paranormal for themselves. 
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